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BILL NO. 5-76-01- 

SPECIAL ORDINANCE NO. 

AN ORDINANCE approving a contract with 
Tri State Plumbing Supply Co, for the 
purchase of Fire Hydrants for Water 
Maintenance and Service Department 
for the year 1976. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 


WAYNE, INDIANA; 

SECTION 1. That the contract between the City of Fort 

Wayne, by and through its Mayor and the Board of Public Works and 

Tri State Plumbing Supply Co, for: 

City Utilities Purchase Order 7553 

100 Blanket Order for 1976 for Fire Hydrants-Traffic 
Type 5 1/2 Ft. Bury-with 6" Increment as specified 
and approved in City Code Book 

all as more particularly set forth in Purchase Order 7553 and which 
is on file in the Office of the Department of Purchasing and is by 
reference incorporated herein, made a part hereof and is hereby in all 


things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



APPROVED AS TO FORWi 
ANDLEgALll^ 












‘ Read the first time in full and rn motion by B^n seconded by 

sj’(A 3 ^/v>oryr^ and duly adopted.- read the second time by title and referred 

to the Committee on C>^ (yVlir>Q .•tt.'cva _ 

G9ffimi-ss4-ofH4er-4:^€amm.ej3dafJ4on.)—afi4-^ to b e- he l d aft er-doe-d-e&ad—fto^C^e, 

s-r~fmty-CdFn't\^ulTgTnq';~fi3'ft~^^^ - ~ ; 

-- 


the— 


-day-ef- 


- at -- 


Date:_ \ - 


Read the third time in full and on motion by_ 

seconded by . > and duly adopted, placed on its passage. 

Passed (IrDS-ff by the follov/ina vote: 

NAYS ABSTAINED 




AYES 

TOTAL VOTES 


r 

BURNS 



HINGA 


K 

HUNTER 


-JL 

MOSES 



NUCKOLS 


-X- 

SCHMIDT, D. 


SCHMIDT, V. 



STIER 

J2<_ 

TALARICO 


y 

■ DATE: 

/-.e 


□ 


ABSENT 


TO-HIT 

□ 


><: 


CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (ZerH-ng-lfep^-^Oen-^-ad--)^^ (Special )• {Appropri'attc^O Ordinance 

(Re^tfltTfTon} No. '~x^o n th e d ay of, 19 7^ . 



RlpIOINfi OFFICER 


Pre^nte.cl^/^^mg^'Lo ,-the ^layor of the Citv of Fort-Wayne, Indiana^ on ■ the ex/"^"^ 
, 197 , at the hour of/^^, .^^o'clock 

sy— — 


CITY CLERK 


Anoroved and sioned by me this o d ay of 



. 197 .^, 










































































S-76-03.-24 


We, your Committee on 


REPORT OF THE COMMITTEE ON ♦ CITY UTILITIES 
City Utilities _ to whom was referred an Ordinance 


approving a (contract with Trirotate Plurttoing Supply Co. for thp 

of Fire Hydrants for Water Maintenance and Service Department for the ' 
year ]976 

































Memorcindum 


___pat* Dece-nber 3 0,197$ 

A.T.DEHE-^r'FF 

Sutiect FIRE HYDRANTS FOR I976-1-J.M.&S. __ 

(#870) Quotes received as fcllcws: 

'i’ii.,States $ 289^00 plus 5.50 for 6"increnient=$29U.50/ea. 

Kennedy- $276,50 plus 6.U5 for 6"inGrerTient= $282.95/ea. 

Parts discount on both as well as terms were the same. 

P ,.0. #B ??553 is attached^issued to Tri State,for the 
following reasons. 

Buying locally will allow us (W.M.&S.) to operatecLn a "stockless" 
purchasing basis. No money tied up in inventory,which outweighs the 
cost differance of $ II.55/each. 

Waterous Hydrants are assembled locally in town, and delivery-, 
is immediate. Kennedy delivery is up to h. weeks with shioping 
point being Elmira,New York. This adds amroximately a.n additional 
I week to the lead time required,or a total of 5 weeks. 


Please process for Councilmanic Priorr Anoroval at the 
EARliest possiple-.:time. 











SHiP TO — 


MAIL ALL INVOICES TO - 

CITY UTILITIES 


Water Maint. & Service Beptvl 
h IS E.Wallace St. 

Fort Wajme,Indiana 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 

INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 






















DIGEST SHEET 


Admn. Appr. 


TITLE OF ORDINANCE: Special Ordinance No. 3039 


2^-z^/zs^ 


DEPARTMENT REQUESTING ORDINANCE: Board of Public Works _ 

SYNOPSIS OF ORDINANCE: Covers blanket purchases of Fire Hydrants for the 

year 1976, to be released as required by Water Maintenance and Service 

Department. ■ 


Attachment: Purchase Order B-7SS3 


Bid Tabulation No. 870 


£pp£Qy Qp p/\SSAGE: Acquisition of Fire Hydrants for the year 1976. 


EFFECT OF NON-PASSAGE: Costly and inconyenient to the V/ater Maintenance and 

Seryice Department. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings): Estimated cost to 
City Ut i 1 i t i e^'i n amount of $29,450-00. 


ASSIGNED TO COMMITTEE (J.N.): 































